PLATE No. 24
THREE  FINE OLD  SILVER SALVERS
From. Left to Right.
A George the Third pattern with a shaped gadroon border.
Diameter, 12 in. London marks. Date, 1777. Weight, 26 oz. 6 dwt,
A George the Second Square Salver from the Kinoul Collection
dispersed in 1916; one of a pair; the corners shaped; the edges
fine moulded. Size, 6 in, square (approx.). London marks. Date,
1741. Weight of the pair, 22 oz. 18 dwt.
A George the Third Shaped Salver; shell and gadroon border
Diameter, n in, London marks. Date, 1764. Weight, 23 oz,
iSdwt.
Mr. W. H. Willson.